
THE CANADIAN MENTAL HEALTH ASSOCIATION 

WELLAND COUNTY BRANCH 
PHONE: 358-7531 

1562 GLENHOIME AT COOK, NIAGARA FALLS, ONT. 



EXECUTIVE COMMITTEE 

President 

MR. ROBERT GOLD 
Niagara Falls 

Past President 

REV. R. J. WARREN 
Thorold 

Vice-President 

MRS. DORIS YOUNG 
Thorold 

Vice-President 

MR. M. F. SENKIW 
Fonthill 

Vice-President 

REV. L. ROONEY 
Niagara Falls 

Treasurer 

Mr. G. A. Fraser 
Stevensville 

Recording Secretary 

MRS. V. HUXTABLE 
Chippawa 

Executive Director 

MRS. A. G. L. STRANGE 
Niagara Falls 

Executive Secretary 

MISS LOIS E. TUBBY 
Stevensville 

BOARD OF DIRECTORS 

MR. R. BOOKER, Port Colborne 

DR. G. CHAPMAN, Fort Erie 

MRS. P. CROUCH, Welland 

MR. K. CLEMENS, Crystal Beach 

MRS. W. COOLIN, Thorold 

REV. W. FINGLAND, Niagara Falls 

MR. R. HUTCHEON, Niagara Falls 

MR. V. HUXTABLE, Chippawa 

MRS. G. IRVINE, Niagara Falls 

MR. K. JACKSON, Fort Erie 

MRS. D. MILLAR, Black Creek 

REV. C. McGUIRE, Niagara Falls 

MRS. H. McALLISTER, Port Robinson 

MISS BESS PITT, Welland 

MRS. D. PEACOCK, Port Colborne 

MR. D. RAPELJE, Welland 

MISS J. REEB, Port Colborne 

MR. J. RYAN, Chippawa 

MR. M. SMITH, Welland 

REV. M. STOCKMAN, Port Colborne 

MR. J. THOMPSON, Niagara Falls 

MRS. G. WILSON, Niagara Falls 

MISS LORETTA WILLICK, Snyder 
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On behalf of the Board of Directors of the 
nd Count;* branch I would like to express cur 
sincere appreciation for your services as a 
the Board of Directors. 
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With interested and energetic people like yoursel 

a inly been able to extend their 
3 ss fortunate. We do hope in the 
1 fit to return to the Board 
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that you retain a membership in the 




SCIENTIFIC ADVISORY COMMITTEE 

DR. G. CHAPMAN, Fort Erie 
DR. H. CARDWELL, Welland 
REV. W. FINGLAND, Niagara Falls 
DR. K. L. WRIGHT, Niagara Falls 
DR. C. MaclSAAC, Niagara Falls 
G. A. NASH, Q.C., Welland 
DR. R. D. NIXON, Niagara Falls 
DR. R. POND, Port Colborne 
REV. R. L. ROLLS, Niagara Falls 
MR. A. STEWART, Welland 
DR. 1. W. STURGEON, Welland 
REV. R. J. WARREN, Thorold 
MR. IRWIN WILSON, Niagara Falls 
MRS. DORIS YOUNG, Thorold 



NIAGARA SOUTH BRANCH 
CANADIAN MENTAL HEALTH ASSOCIATION 



1 Q70 EXECUTIVE COMMITTEE : 
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PAST PRESIDENT (Pro Tem) 


Mr* 


jj. «!•: gororr 
Robert Gold 


FIRST VICE PRESIDENT.... 




. V 


. J . Huxteble 
L . J . Lee 


SECOND VICE PRESIDENT... 




TREASURER 




G . 


A. Freser 


EXECUTIVE DIRECTOR. 
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.G.L. Strenge 


1970 BOARD OF DIRECTORS 








Mrs. V. H. B_ ight 


252 H ron St . , 
Nirgcre Fells, 




H3 56-3022 


Dr. G. K. Che.pm c.n 


Box 128, 
Fort Eric. 




H871-4246 

B871-5652 


Mrs. W. S. Coolin 


18 Cnrercn Dr., 
St. Catherines, 




H6 84- 776 8 


Mrs. E. Cornell 


222 Phipps St. , 
Fort E -ie. 




H"7l-l4l7 


Miss Giro Ewns 


11 Riverview Dr., 
W ellend, 




H735-5464 


Mrs. E. Eyres 


19 H: ; ; hlend Ave., 
Fort Erie 




H871-0245 


Mr. P. Fielding 


6l Sovereign Dr., 
St. Citherines, Or.t 


• 


H< C3-43 12 


Dr. Wm . Finglc.nd 


892 Simcoe St., 
Nie.ge.re. Fells 




H3 58-8540 


Mr. G. A. Frnser 


1779 Prince Erh.nrd, 
Kilgore. Fells, 




H3 58-6012 


Mr. Robert Gold 


4l6 Queen Sr. , 
Nie.ge.re, F ; 11s, ' . 




H3 58-3412 
B3 54-4423 



Mr . L . Gr ig or off 



110 Glencyr Ave 
Nie.gc.re. F 11s , 
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B6 84 - 8743 



1970 DIRECTORS (Cont'd.); 



Mrs. V. J. Hi orteble 


515 rah St., 
Chippawa, 


H295-3968 


Mrs. G. C. Irvine 


496 M; rlborough Pi., 
Niagara F; 11s , 


H3 5b -1449 


Mrs. M. rf-rret Jcnes 


5 E . 'G tt Ave . , 
Frnthill , 


H 892-6312 


Miss Ho; ther Kilty 


R . R • ffl , 
Ridgeville , 


/ 

HC 52-6163 


Father L. J, Lee 

\ 


Box 74 , 

Smithville , Out . 


R73 5-5885 


Mrs. R. Michael 


735 Mi in St. W. , 
Port Colborne, 


H8-3 5-8776 


Mias B. Pitt 


Y.W.C.A. . 

2135 Crip St . 5 
Niagara Falls, 


B? 54-1449 21- 7/ 


Miss F. Rutledge 


Nurses 1 Residence , 
Part Colborne Gen- 
eral Hospital, 


BC 34-4501 


R a v . M . S o ckm a n 


688 Elm St., 
Port Colborne, 


H834-4172 


Dr . R . Wr shfcurn 


165 Plymouth Rd., 
Welland , 


B73 5-2930 


Mr- . George Waters 


421 Dorchester Rd., 
Niagara F,."ls, 


H3 58-9569 


Miss Loretta Willick 


Stevensville , Ont. 


B3 82-3142 


Mrs. D. Young 


78 Ormond R ., N. , 
T’ or old , 


H227-2129 


* 
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Mrs. A. G. L. Strange, 
EXE CUT I VE D InECT OR 






Mr s . V or. da. A: V or tin 
CASE-WORKER 






NOMINEE !( ONTARIO DIVIS 

alternate NOMINEE TO ont 


ION BOARD 

. DVK . BD 


.Mr. L. Grigoroff 
. Mr .<= . V . Hvxtc ble 



1970 CHi.IRMnN SHIPS ; 



ANNUAL MEETING 

EDUCATION 

FINANCE , 

FUND-RAISING 

HOSPITAL GIFT 

MEMBERSHIP ......... 

NOMINATIONS . . ...... 

PERSONNEL 



. . Miss Loretta Willick 

. . Fr. L. J. Leo. ; ' 

. . Mr. G. Waters 

Mrs. G. C. Irvine 

Mrs. E . Eyre s ( Co- C; u i rma n ) 

...Mrs. E. Cornell 

. . . Mr s . V . H. Be- it ht 

Mrs. M, Jones (Co-C’- airman) 

...Dr. G. K. C.r; pman 
. . .Miss F. Rutledge 



PROFESSIONAL ADVISORY COMMITTEE 




PROGRAM 
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PROPERTY 

PUBLIC RELATIONS ............... 



Dr. R. W. shburn 

Dr. Wra. Finglcnd (Vice Chair- 

man) 

Dr. H. Cardwell 
Mr . P . C ar ruthe r s 
Dr. H.A. Crowe 

F... L. J. Log 
D r. R. D. Nixon 
Dr. H. Pc::d 
Mr. A. F. Sheppard 
Rov. M. J. Stockman 
Dr. L. W. C. Sturgeon 
Rev. R. J. Warren 
Mrs. Doris Young 



c a o o q o 



Mi ss 
Mrs . 




Pitt 

Coolin 



A' J 

(Co-Chair- : ... 
rna n ) L i , 



Mr. 

F„ 



Rc'-ert Grid 
L.J . Lee (C -Cl. 

Gina Evans 



irman ) 



REHABILITATION SERVICES 

SPECIAL CARE (HOMES) . . . 

TRANSPORTATION 

TROUBLED CHILD ......... 

VOLUNTEER SERVICES. » . . . 
WHITE DOOR. ............ 

YOUTH SERVICES 



Mr . 
Mrs 



Peter Fielding 
Doris Young 
G. A. Fraser 



............. .Miss Loretta. Willick 

Mrs. B. Michael 

oo ooo oco oooo co R.0V # M Q J # S "t ockmc-n 

.Miss Heather Kilty 

Mrs. V. Hux table (Cc-Chrmn 
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WELLAND COUNI Y BRANCH 
CANADIAN MENIAL HEALTH ASSOCIATION 



EXECUTIVE 



PRESIDENT 

Mr. L. Grigoroff 



VICE PRESIDENT 

Mrs. V. Euxtable 



VICE PRESIDENT 

Rev. R. Sinclair 



TREASURER 

Mr. G. A. Fraser 



ADDRESS 



PHONE 



110 Glenayr Ave . 
NIAGARA FALLS 



51 5 Sarah St. 
CHIPPAWA 



14 Crescent Dr. 
WELLAND 



1-779 Prince Edward 
NIAGARA FALLS 



E 356-5036 

B 684-8743 



K 29^-3968 



B 732-1744 



E 358-6012 



NOMINEE ONI. DIVISION BOARD 

Mr. L. Grigoroff As above 

ALTERNATE NOMINEE 



Mrs. D. Yonng 



78 Ormond Rd. N. 
THOROLD 



H 227-2129 



PAST PRESIDENT 

Rev. R.J. Warren 



4l Welland St. S. E 227-2302 
THOROLD B 227-4644 



EXECUTIVE DIRECTOR 
Mr$'. A.G.L. Strange 



1562 Glenholme Ave. B 358-3273 

NIAGARA FALLS H 3'5%-8508 



STAFF SECRETARY 

Mrs. G.R.P. Chapman 



1562 Glenholme Ave. B 358-3273 

NIAGARA FALLS H 382-3844 



(St.Cath.) 



( Stevensville N 



3 . 



BOARD OF DIRECTORS 


ADDRESS 


PEONE 


Dr. G.K. Chapman 


Box 128 
FORT ERIE 


H 871-4246 
B 871-5652 


Mrs. V.H. Bright 


252 Huron St. 
NIAGARA FALLS 


B 3 56-3022 


Mrs. W.S. Coolin 


18 Cameron Dr. 
ST. CATHARINES 


H 684-7768 


Mrs. E.E. Eyres 


19 Highland Ave . 
FORT ERIE 


E 871-0245 


Mrs. E. Cornell 


222 Phipps St. 
FORT ERIE 


E 871-1417 


Rev. Win. Fingland 


892 Simcoe St. 
NIAGARA FALLS 


E 358-8540 


Mr . Robt. Gold 


4l6 Queen St. 
NIAGARA FALLS 


E 358-3412 
B 354-4423 


Miss Paula Gibbons 


2393 Burdett Dr. 
NIAGARA FALLS 


E 358-3184 


Rev. D. Greco 


St. Mary's Church 
90 Griffith St. 
WELLAND 


B 734-3143 


Mrs. G.C. Irvine 


496 Marlborough PI. 
NIAGARA FALLS 


E 354-1449 


Miss B. Pitt 


Y.W.C.A. 

2135 Culp St. 
NIAGARA FALLS 


B 354-3031 


Rev. L.J. Lee 


St . Kevin ' s Church 
303 Niagara St. 
WELLAND 


B 735-5885 


Miss F. Rutledge R.N. 

• 

# ; 


Nurses Residence 
General Hospital 
PORT COLBORNE 


B 834-4501 


Mrs. B. Michael R.N. 


735 Main St. W. 
PORT COLBORNE 


H 835-8776 


Mrs, M, Smith 


199 Chuuch St. W, 
WELLAND 


E 732-6253 


Rev . M . J . Stockman 


688 Elm St. 
PORT COLBORNE 


H 834-4172 


Dr. R.E. Washburn 


165 Plymouth Rd. 
WELLAND 


B 735-2930 


Miss L. Willick 


SNYDER , Ont. 


B 382-3142 
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REDEEMER 



UNIVERSITY COLLEGE 



The Margaret Eaton School Digital Collection is a not-for-profit 
resource created in 2014-2015 to assist scholars, researchers, 
educators, and students to discover the Margaret Eaton School 
archives housed in the Peter Turkstra Library at Redeemer University 
College. Copyright of the digital images is the property of Redeemer 
University College, Ancaster, Canada and the images may not be 
copied or emailed to multiple sites without the copyright holder's 
express written permission. However, users may print, download, or 
email digital images for individual non-commercial use. To learn 
more about this project or to search the digital collection, go to 
http://libguides.redeemer.ca/mes. 




